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UNCLASSIFIED 

PAGE 01 SYDNEY 01444 111048Z 

46 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

013561 

R 110653Z JUL 75 
FM AMCONSUL SYDNEY 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6330 
AMEMBASSY CANBERRA 

UNCLAS SYDNEY 1444 

E.O. 11652: N/A 
TAGS: BTIO, AS 

SUBJ: MAJOR PROJECT PROGRAM: ERARING POWER STATION, NSW 

1. THE ELECTRICITY COMMISSION OF NSW, 1 CASTLEREAGH 
STREET, SYDNEY (.4. IAN SARGENT), HAS COMPLETED PLANS FOR 
THE ERECTION OF AN ELECTRIC POWER GENERATING STATION AT 
ERAING NEAR NEWCASTLE WHICH WILL COST US DOLLARS 500 MILLION. 

2. PRELIMINARY WORK WHAS BEGUN AND TENDERS VALUE DOLS 120 MILLION 
ARE EXPECTED TO BE CALLED FOR GENERATORS AND TURBINES IN 
OCTOBER. POST WILL ADVISE FURTHER DETAILS AS RECEIVED. 
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